July 25, 1996 


To: All District Managers 

From: Larry LaScola 

Subject: R.J. Reynolds Sign Placement 


Managers, 

Due to the recent removal of R J Reynolds Overhead Pack Racks, we have agreed to 
allow the company to place 15 x 49 lighted signs in all locations that no longer have their 
overhead units. This sign must be placed in the primary selling area in an agreed upon 
location. In the next few weeks an RJR Representative will be contacting the Store 
Managers to find a location for these signs. 
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